25X11 


Approved For Release 2006/10/18 : CIA-RDP81B00879R001000040091-0 


SECPE T OXC 1419 
Copy ¢ of ¢ 
3 March 196: 
MEMORANDUM FOR: Chief, Materiel Branch 25X4 
ATTENTION: i | 25X1 
SUBJECT: Briefing Paneis for[__ JOpe rations Buliding 


l. It t@ requested that action be taken to provide for the Instalia- 
tion of sliding panels inthe briefing room[_ so perations buiid- 


ing. Specifications fo low: 25X11 


a. Three pair of 7° 8* panels mounted on ratie against 
the East wall of the briefing room. 


b. Rails should he Installed the entire length of the East 
wall whereby panecis can be stored agalast adjacent welis. 


2. Installation of panels should be completed prior to building 
occupancy which ie presently programmed for | June 1961. 


SIGNED 


Chief, Operations Branch, DP D-DD/P 
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